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SDCS  Event  Report  No.  29 


Southern  California,  1 June  1975 


This  event  report  contains  seismic  data  from  the  Special  Data  Collection 
System  (SDCS),  and  other  sources  for  the  above  event.  Published  epicenter 
information  from  seismic  observations  is: 


NORSAR 

LASA 


Origin  Time 


Latituae  Longitude 


M 


s 


01:38:57 

01:38:22 


35. IN  116. 9W  4.3  N/A 

32. 7N  118. 1W  4.8  N/A 


Using  SDCS  stations,  LASA  and  NORSAR, 
become 


01:38:51.4 


the  epicenter  location  and  magnitude 
34. 6N  116. 4W  4.8  4.9 


All  SDCS  stations  were  operational  during  this  period. 


Well-defined  short-period  signals  were  recorded  at  CPSO  and  RK-ON.  At 
WH2YK  a questionable  P-arrival  has  been  marked.  The  hypocenter  determination 
has  zero  residual  for  this  time.  There  is  no  observable  signal  at  FN-WV. 
Comparison  should  be  made  with  the  03  June  75  event  (SDCS-ER-75-21)  where 
relatively  low  amplitude  was  obtained  at  FN-WV  as  compared  with  CPSO  for 
nearly  identical  azimuths.  At  HN-ME  the  short-period  vertical  data  appears 
to  be  invalid.  LASA  and  NORSAR  event  processing  outputs  are  included.  The 
signal  is  well-detined  at  LASA  and  weak,  but  apparently  valid,  at  NORSAR. 

Long-period  signals  were  received  at  all  five  SDCS  sites.  Long-period  array 
beams  are  included  for  LASA  and  NORSAR;  ALPA  long-period  data  were  unrecoverable. 

Details  of  the  program  used  to  obtain  vertical,  radial  and  transverse  long- 
period  data  at  LASA  and  NORSAR  are  in  the  process  of  being  reviewed.  Vertical 
beams  are  probably  valid  while  horizontal  beams  are  questionable. 


Scaling  factors  on  plots  are  millimicrons  at  1 Hz  (not  corrected  for 
instrument  response)  with  the  exception  of  LASA  and  NORSAR  sho rt— period 
plots.  LASA  SP  scaling  factors  are  millimicrons  per  inch.  Scaling  factors 
are  t ot  reported  for  NORSAR  short-period. 
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HYPOCENTER  DETERMINATION 
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DATA  SUMMARY 
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Short-period  magnitudes  (mb)  used  in  averaging  are  restricted 
to  those  recorded  at  distances  between  20  and  110  degrees  from 
the  epicenter. 
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